THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 
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The lecture scheduled for Friday, October 20, entitled THE ZWINGER 
IN DRESDEN by Dr. Eberhard Hempel, Dresden, East Germany has been cancelled. 

Will you kindly post this notice, if possible, along side the Calendar for 
October which you received around the first of September ? 
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